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UNCLASSIFIED 
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INFO OCT-01 EUR- 1 2 ISO-OO FEA-01 ERDA-07 AID-05 CEA-01 
CIAE-00 CIEP-02 COME-OO DODE-OO FPC-01 H-02 INR-07 
INT-05 L-03 NSAE-00 NSC-05 OMB-01 PM-04 USIA-15 
OES-06 SP-02 SS-15 STR-04 TRSE-00 ACDA-10 PA-02 PRS-01 
/120 W 

291347Z 111032/45 

R 282300Z JAN 77 
FM AMCONSUL VANCOUVER 
TO SECSTATE WASHDC 3292 
INFO AMEMBASSY OTTAWA 

UNCLAS VANCOUVER 0093 

E.O. 11652: N/A 
TAGS: ENRG, CA, US 

SUBJECT: ENERGY: B.C. HYDRO SUSPENDS POWER EXPORTS TO U.S. 

1 . B.C. HYDRO CUT OFF EXPORTS OF ITS SURPLUS POWER TO THE 
U.S. PACIFIC NORTHWEST EFFECTIVE MIDNIGHT, JANUARY 27. DUE 
TO FEARS OF A SNOWPACK DROUGHT IN B.C. THE CUTOFF IS 
EXPECTED TO LAST AT LEAST UNTIL THE FIRST WEEK IN FEBRUARY 
WHEN MEASUREMENTS OF SNOWPACKS RELATED TO MAJOR RESERVOIRS 
ARE COMPLETED. ACCORDING TO CHIEF B.C. HYDROLOGIST. B.C. IS 
SUFFERING ONE OF THE WORST SNOW DROUGHTS ON RECORD AND THE 
RESULT COULD BE A SEVERE WATER SHORTAGE THIS SUMMER. 

2. B.C. HYDRO SPOKESMAN STATED THAT COMPANY HAS BEEN SENDING 
UP TO 2,000 MEGAWATT HOURS OF POWER PER DAY TO WASHINGTON 
STATE IN JANUARY. 
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